MFI-170200 7”) 


"Features: 

Built-in Lightning Surge Protection 

Has an exclusive center ground position 

@ Unused terminal is automatically grounded for 
static and RF protection 

@ Handles 2.5 KW PEP (1 kW CW) 

50 ohm Impedance 

Has better than 60 dB isolation at 300 MHz and 
better than 50dB at 450 MHz 

@ Less than 0.2dB insertion loss and SWR below 1.2:1 

VSWR less than 1.2:1 (DC-600 MHz) 

Heavy cavity type construction 

@1 Year No Matter What™ limited Warrantv 
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CAUTION 


Do not change position with power on the transmission line. 
MFJ-1702C does not protect against a direct lightning strike.- 
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